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LIMITED OFFICIAL USE NEW DELHI 17029 

E.O. 11652: N/A 

TAGS: EFIN, ABLD, IN 

SUBJECT: GENERATOR PROBLEM 

REF: STATE 279404 

1. KENNON WAS ONLY EMBOFF AT MEETING REFERRED TO BY HYDE 

AND HE PRESENTLY OUT OF COUNTRY. ECONOMIC COUNSELOR DISCUSSED 
MATTER WITH SHYROW'S INDIAN LEGAL REPRESENTATIVE WHO 
ATTENDED MEETING. HE STATES THAT 1000 RUPEE PER WEEK LIMIT 
DID ARISE BUT ONLY IN CONTEXT OF USUAL GOI LIMITATION ON 
EXPENDITURES WHERE NON-RESIDENT INDIVIDUAL WITH BLOCKED 
ACCOUNT IN INDIA VISITS INDIA. DISCUSSION MADE IT CLEAR THAT 
THIS POLICY DID NOT LIMIT BUSINESS EXPENDITURES AS PROPOSED 
BY SHYROW. 

2. MINISTRY OF FINANCE HAS ASKED SHYROW TO FILE DETAILED 
PROPOSAL FOR USE OF ITS RUPEES IN INDIA. THIS BEING PREPARED 
AND COPIES WILL BE FURNISHED TO EMBASSY. 

3. WITH RESPECT AIR FREIGHT REMITTANCE WE HOPE THIS CAN BE 
RESOLVED TODAY OR TOMMORROW. 

MOYNIHAN 
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Automatic Decaptioning: X 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 
Copy: SINGLE 
Draft Date: 23 DEC 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: shawdg 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
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Disposition Remarks: 

Document Number: 1974NEWDE17029 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740372-0935 
From: NEW DELHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Classification: LIMITED OFFICIAL USE 
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Review Action: RELEASED, APPROVED 
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Review Comment: n/a 

Review Content Flags: 
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Review Exemptions: n/a 
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